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RESULTS  OF  AN  INVESTIGATION  OF  AN  0.003-SCALE 
SPACE  SHUTTLE  EXTERNAL  TANK  MSFC  MODEL  460  IN  THE 
• NASA/MS FC  14  x 14-INCH  TRISONIC  WIND-TUNNEL  TO 
DETERMINE  STATIC  PRESSURE  DISTRIBUTIONS  DURING  REENTRY 

(TA2F) 

by 

P.  E.  Ramsey,  MSFC,  and  G.  W.  Winkler,  NSI 
ABSTRACT 

Objective  of  the  test  was  to  obtain  static  pressure  distributions 
for  the  ET  at  reentry  conditions.  Basic  configuration  of  the  model  was 
the  MCR  0200  ET  modified  to  include  a rectangular  crossbar  at  the  aft 
ET/orbiter  attach  point.  Mach  numbers  were  1.96,  3.48,  and  4.96,  Rey- 
nolds number  per  foot  at  these  Mach  numbers  were  6.95  million,  6.42 
million,  and  4.95  million,  respectively.  Angle  of  attack  range  was  -8 
to  100.  degrees  and  roll  angle  was  0 to  315  degrees.  Occupancy  hours  were 
104. 
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NOMENCLATURE 


Plot 

Symbol  Symbol 


Definition 


a 


speed  of  sound 


Al 


base  area;  cross-sectional  area  of 
the  cylindrical  ET 


bref 


BREF 


reference  span;  diameter  of  the 
cylindrical  section  of  the  model 


ET 


external  tank 


Units 


m/sec, 

ft/sec 


in. 


2 


in. 


FA 


fn 


fY 


ab 

Aref 


M 

MRP 


Mx 


Mv 


LBODY 

LREF 

MACH 

MRP 


axial  force  (AF),  positive  in  the 

negative  direction  of  xm  lb  ' 

normal  force  (NF),  positive  in  the 
negative  direction  of  zm  lb 

side  force  (SF),  positive  in  the 
positive  direction  of  ym  lb 

length  of  the  ET  in. 

reference  length;  diameter  of  the 
cylindrical  section  of  the  model  in. 

Mach  number;  V/a 


moment  reference  point  located  in  the 
xm>  ym>  Zm  axes  by  XMRP,  YMRP,  and  ZMRP 
(See  Data  Reduction  section) 

rolling  moment  (RM);  a moment  about 

the  xm  axis  (a  positive  rolling 

moment  tends  to  rotate  the  positive 

ym  axis  toward  the  positive  zm  axis)  in. -lb 

pitching  moment  (PM);  a moment  about 

the  ym  axis  (a  positive  pitching 

moment  tends  to  rotate  the  positive 

zm  axis  toward  the  positive  xm  axis)  in. -lb 


c g 


center  of  gravity 
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NOMENCLATURE  (Continued)- 


Symbol 

Plot 

Symbol 

Definition 

Units 

Mz  • 

Poo 

P 

yawing  moment  (YM);  a moment  about 
the  zm  axis  (a  positive  yawing  moment 
tends  to  rotate  the  positive  xm  axis 
• toward  the  positive  ym  axis) 

pressure,  freestream 

in. -lb 
psi 

Po 

Cjco 

PO 

Q(PSI) 

stagnation  pressure  . 
free  stream  dynamic  pressure 

psi 

psi 

sref 

SREF 

reference  area;  cross-sectional  area 
of  the  cylindrical  section  of-  the  model 

in.2 

RN/L 

RN/L 

unit  Reynolds  number 

per  m, 
per  ft 

SRB 

solid  rocket  booster 

V 

velocity 

m/sec, 
ft/ sec 

xmsym>Zm- 

missile  axis  system  (see  Data  Reduction 
section) 

X 

distance  from  nose  of  ET  model  in  the 
negative  xm  direction 

in. 

xT>YTizT 

model  stations;  (see  figure  *2a) 

in. 

XCP/&B 

XCP/L 

longitudinal  position  of  the  center 
of  pressure,  expressed  as  a fraction 
of  the  ET  length,  measured  from  the 
ET  nose  : 

XCP  _ *ref 

aB  ~ 2B  cNm  £B 

c 

aerodynamic  chord  ' ! 

m,ft 

COEFFICIENTS 

CA 

Hm 

CA 

axial  force  coefficient;  F^/q  Sref 

NOMENCLATURE  (Continued) 


Symbol 

Plot 

Symbol 

Definition 

Units 

Ca^ 

CAB 

base  axial  force  coefficient; 
(P«.  - Pb)  ab/P  sref 

cAf 

CAF 

forebody  axial  force  coefficient; 

CA  " cAh 
m bm 

C% 

CBL 

rolling  moment  coefficient; 
Mx/q  Sref  bref 

C% 

CLMM 

pitching  moment  coefficient; 

My/q  Sre.f  £ref 

Cm 

"m 

CNM 

normal  force  coefficient; 
F^j/q  Sref 

C"m 

CYNM 

yawing  moment  coefficient; 
Mz/q  Sref  bref 

CP 

CP 

pressure  coefficient;  (p-  PoJ/q 

Cy 

m 

CYM 

side  force  coefficient;  Fy/q  Sref 

C^j" 

DCN/DX 

local  normal  force  coefficient; 
9Cn/3(X/D) 

CY' 

DCY/DX 

local  side  force  coefficient;  aCy/3 (X/D) 

SYMBOLS 

a 

ALPHA 

angle  of  attack 

deg. 

e 

BETA 

angle  of  sideslip 

deg. 

<t> 

PHI 

angle  of  roll 

deg. 

PSI 

angle  of  yaw 

deg. 
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NOMENCLATURE  (Concluded) 


Plot 

Symbol  Symbol 
e THETA 
P 


Definition 

circumferential  location 
mass  density 


ref 

co 

b 

c 

t 

B 

T 

m 

1 

s 


reference  conditions 
free  stream  conditions 
base 
cavity 

total  conditions 
model  body 
external  tank 
missile  axis  system 
local 

static  conditions 

MOUNT  1.0  indicates  tail  mounted  (T-| ) 
2.0  indicates,  side  mounted  (T2) 


Units 

deg. 

kg/m3 , 
slugs/ft3 
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INTRODUCTION 


After  the  solid  rocket  boosters  and  the  external  tank  separate  from 
the  orbiter,  the  ET  will  reenter  the  earth's  atmosphere  at  high  super- 
sonic or  even  hypersonic  Mach  numbers.  This  test  is  the  second  of  two 
tests  conducted  in  the  NASA-MSFC  14-inch  Trisonic  Wind  Tunnel  to  obtain 
force  and  pressure  data  on  the  324-inch  diameter  ET  at  typical  reentry 
angles  of  attack. 

Model  (MSFC  No.  460)  configuration  is  a 0.003-scale  representation 
of  the  ET  with  fuel  lines  and  forward  and  aft  SRB  and  orbiter  attach  hard- 
ware. Also  included  is  the  ET/orbiter  rectangular  crossbar  attach  struc- 
ture. 

Pressure  taps  (192  total)  were  used  to  obtain  data  for  evaluating 
the  load  distribution  on  the  ET.  Further  evaluation  of  the  ET  aerodyna- 
mic characteristics  can  be  made  by  comparing  data  from  this  test  with 
data  from  TWT  583  (reference  4). 

Pressure  data  were  taken  at  three  Mach  numbers:  1.96,  3.48,  and 

4.96.  Angle  of  .attack  range  was  -8  to  100  degrees,  which  was  obtained 
by  using  two  ET  model  mountings.  Range  -8  to  30  degrees  used  a tail- 
mounted  model  (T-j)  for  each  of  eight  roll  positions,  0 to  315  degrees. 

This  model  had  attach  structure  and  protuberances.  For  the  range  of  51 
to  100  degrees,  (a  side-mounted  model  (T2)  at  0°  roll  position  was  used. 
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MODEL  DESCRIPTION 


The  model  is  a 0.003-scale  of  the  NCR  0200  space  shuttle  ET  configu- 
ration modified  to  include  a crossbar  at  the  aft  orbiter/ET  attach  points. 
General  arrangement  of  the  model  is  shown  in  figure  2a.  The  model  is 
designated  MSFC  #460,  and  it  consists  of  two  ET  models  (one  tail-mounted 
and  one  side-mounted);  protuberances  simulating  fuel  lines,  attachment 
hardware,  etc.;  and  model  adapters  which  allowed  the  tanks  to  be  supported 
in  the  tunnel  on  RI  stings  #1  and  #3.  The  models  were  built  by  NASA  to 
conform  to  the  configuration  specified  by  Rockwell  International  drawing 
VL78-000041B  (Reference  Drawing  6)  and  Martin-Marietta  memo  SA-A-74-9 
(Reference  Report  2). 

Both  ET  models  were  made  of  stainless  steel  and  contained  192  pres- 
sure orifices  each.  From  these  orifices,  stainless  steel  and  annealed 
0.032-inch  0D  tubing  was  routed  out  the  base  (or  the  side)  of  the  model. 
Four  feet  of  0.050-inch  0D  tubing  was  brazed  onto  each  of  the  0.032-inch 
tubes  as  close  to  the  exit  cavity  as  possible. 

When  placed  in  the  tunnel  test  section,  the  tubing  bundle  from  the 
model  was  secured  along  the  sting  and  routed  down  the  sector  through  the 
tunnel,  floor.  At  this  point,  Tygon  tubing  was  used  to  connect  the  steel 
tubing  to  quick  disconnects,  which  were  connected  to  the  scanivalves. 
Installation  photographs  for  the  tail  mounted  (T-|)  and  side  mounted  (Tg)- 
models  are  in  figures  3a  and  3b,  respectively. 

Model  stations  are  sometimes  used  to  describe  locations  of  various 
components  of  the  model.  When  used,  these  stations  will  be  given  in 
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MODEL  DESCRIPTION  (.Concluded) 


inches  model  scale  and  the  zero  reference  points  will  be  same  as 
well  International  drawing.  VL72-000088"D"  (Reference  Drawing  2). 
reference  points  are  shown  in  figure  2a. 


in  Rock- 
Zero 


CONFIGURATIONS  INVESTIGATED 

Two  ET  configurations  investigated  are  defined  as  follows: 

T-j — MCR  0200  tail-mounted,  modified  to  include  crossbar 
configuration  with  protuberances. 

T2~ MCR  0200  side-mounted,  "clean"  configuration  (without 
protuberances) . 

Each  of  the  configurations  consists  of  the  following  model  components 
T1 — t12  at5  at6  at7  At8  at9  pTi  PT2  PT3  FL-]  FL2  FR6 

t2 — t12 

Brief  descriptions  of  each  component  are  below.  Refer  to  table 
III  for  dimensional  data. 

T]2  Baseline  324-inch  diameter  external  oxygen-hydrogen  tank 
• AT5  Forward  orbiter/ET  attach  structure 
ATg  Left  rear  orbiter/ET  attach  structure 
AT7  Right  rear  orbiter/ET  attach  structure 

ATg  Forward  SRB/ET  attach  structure 

ATg  Aft  SRB/ET  attach  structure 

PT 1 L0X  vent  line  fairing 

PT2  L0X  feed  line 

PT3  LH2  feed  line 

FL-j  L0X  feed  line 

FL2  LH2  feed  line 

FRg  Aft  ET/orbiter  crossbar 
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TEST  FACILITY  DESCRIPTION 


The  Marshall  Space  Flight  Center  14"  x 14"  Trisonic  Wind  Tunnel  is 
an  intermittent  blowdown  tunnel  which  operates  by  high  pressure  air  flow- 
ing from  storage  to  either  vacuum  or  atmospheric  conditions.  A Mach  num- 
ber range  from  .2  to  5.85  is  covered  by  utilizing  two  interchangeable 
test  sections.  -The  transonic  section  permits  testing  at  Mach  0.20  through 
2.50,  and  the  supersonic  section  permits  testing  at  Mach  2.74  through  5.85. 
Mach  numbers  between  .2  and  .9  are  obtained  by  using  a controllable  dif- 
fuser. The  range  from  .95  to  1.3  is  achieved  through  the  use  of  plenum 
suction  and  perforated  walls.  Mach  numbers  of  1.44,  1,93  and  2.50  are 
produced  by  interchangeable  sets  of  fixed  contour  nozzle  blocks.  Above 
Mach  2.50  a set  of  fixed  contour  nozzle  blocks  is  tilted  and  translated 
automatically  to  produce  any  desired  Mach  number  in  .25  increments. 

Air  is  supplied  to  a 6000  cubic  foot  storage  tank  at  approximately 
-40°F  dew  point  and  500  psi.  The  compressor  is  a three-stage  recipro- 
cating unit  driven  by  a 1500  hp  motor. 

The  tunnel  flow  is  established  and  controlled  with  a servo  actuated 
gate  valve.  The  controlled  air  flows  through  the  valve  diffuser  into  the 
stilling  chamber  and  heat  exchanger  where  the  air  temperature  can  be  con- 
trolled from  ambient  to  approximately  180°F.  The  air  then  passes  through 
the  test  section  which  contains  the  nozzle  blocks  and  test  region. 

Downstream  of  the  test  section  is  a hydraulically  controlled  pitch 
sector  that  provides  a total  angle  of  attack  range  of  20°  (+1 0° ) . Sting 
offsets  are  available  for  obtaining  various  maximum  angles  of  attack  up 
to  95°. 
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TEST  FACILITY  DESCRIPTION  (Concluded) 


The  diffuser  section  ’has  movable  floor  and  ceiling  panels  which  are 
the  primary  means  of  controlling  the  subsonic  Mach  numbers  and  permit  more 
efficient  running  supersonically.  The  sector  assembly  and  supersonic  dif- 
fuser telescope  into  the  subsonic  diffuser  to  allow  easy  access vto  the 
model  and  test  section. 

Tunnel  flow  is  exhausted  through  an  acoustically  damped  tower  to 
atmosphere  or  into  the  vacuum  field  of  42,000  cubic  feet.  The  vacuum 
tanks  are  evacuated  by  vacuum  pumps  driven  by  a motor  of  500  hp. 

Data  are  recorded  by  a solid-state  digital  data  acquisition  system. 
The- digital  data  are  transferred  to  punched  cards  during  the  run  to  be 
reduced  later  by  a computer  to  proper  coefficient  form. 


15 


TEST  PROCEDURE 


First  part  of  the  test  was  conducted  using  a side-mounted,  "clean" 
configuration  (T2  without  protuberances).  Since  it  was  a "clean"  configu- 
ration, the  roll  angle  was  considered  to  always  be  0 degrees.  Angle  of 
attack  range  was  from  51  to  100  degrees  in  increments  of  3 degrees.  Data 
were  obtained  at  Mach  numbers  of  1.96,  3.48,  and  4.96. 

Second  part  of  the  test  consisted  of  using  a tail -mounted  model  with 
attach  hardware,  fuel  lines,  and  electrical  tunnel.  Angle  of  attack 
range  was  from  -8  to  30  degrees  in  increments  of  4 degrees.  Data  were 
obtained  at  eight  roll  positions,  0 to  315  degrees  in  45-degree  incre- 
ments. All  orifices  and  tubing  were  checked  for  leakage  at  the  beginning 
of  the  test  and  after  each  roll  position  change.  A leak  check  after 
rolling  the  model  insured  that  correct  measurements  were  being  received 
from -’the.  orifices. . Response  time  for  the  scanivalve  function  was  within 
the  one-second  intervals  allowed  each  scanivalve. 

List  of  average  test  conditions  is  in  table  I.  Dataset  run  number 
collation  summary  is  in  table  II. 
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DATA  REDUCTION 


Location  of  each  pressure  orifice  and  the  numbering  system  are  pre- 
sented in  tables  IV  and  V.  Also  special  identification  of  blocked  or  in- 
operative pressure  orifices  is  made  for  both  tail -mounted  and  side-mounted 
models  in  these  tables.  Locations  of  these  orifices  are  shown  in  figure 
2b. 

Sting  deflections  were  measured  outside  the  tunnel  by  using  check 
weights.  Sting  deflections  versus  load  curve  for  the  pressure  test  (TWT 
596)  was  found  to  be  the  same,  within  allowable  accuracy,  as  that' of  the 
force  test  (TWT  583).  The  same  ET  configuration  and  only  slightly  dif- 
ferent support  hardware  were  used  in  both  force  and  pressure  tests.  Incre- 
ments of  a due  to  sting  bending  in  the  force  test  were  added  to  the  nomir 
nal  ct's  for  the  pressure  test.  This  gave  reasonably  accurate  values  of 
angle  of  attack,  accuracy  comparable  to  force  test,  when  the  pressure 
model  was  tested  at  the  same  Mach  number  and  tunnel  total  pressure  as  the 
force, model . 

Pressure  data  were  reduced  to  coefficient  form  and  are  tabulated 
along  with  wind  tunnel  parameters,  configuration,  and  run  number  in. the 
appendix.  Plots  are  presented  for  both  longitudinal  and  circumferential 
pressure  distributions  (Cp  vs  X/£g  and  Cp  vs  e).  These  plots  are  shown 
for  each  Mach  number,  angle  of  attack,  and  roll  position  at  which  tests 
were  conducted.  In  addition,  the  pressure  coefficients  were  integrated 
to  obtain  the  following  missile  axis  force  and  moment  coefficients: 
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DATA  REDUCTION  (Concluded) 


~ *T|/ 9 sref 

normal  force  coefficient 

= ^y/9  ^ref 

side  force  coefficient 

Cram  = ^y/q  ^ref  &ref 

pitching  moment  coefficient 

^nm  ~ ^z/9  Sref  bref 

yawing  moment  coefficient 

CnJ  = 3CN/3(X/D) 

local  normal  force  coefficient 

Cy'  = 3Cy/3 (X/D) 

local  side  force  coefficient 

Force  and  moment  coefficients  obtained  from  the  integration  of  pres- 
sures are  for  comparison  with  the  results  from  the  force  test. 

Model  reference  dimensions  used  in  the  data  reduction  are  presented 
in  table  VI.  The  axis  system  diagram  is  presented  in  figure  1.  The 
missile  axis  system  (xm,  ym>  zm)  is  a non-rolling  body  axis  system  that 
is  frequently  used  in  wind  tunnel  tests  and  studies  of  missile  flight 
dynamics.  It  is  a system  of  axes  that  rotates  with  a missile  or  wind 
tunnel  model  through  angles  of  sideslip  and  angles  of  attack  but  never 
through  angles  of  roll;  i.e.,  it  never  rotates  about  the  missile  or  model 
longitudinal  axis.  The  orientation  of  the  missile  axis  coefficients  is 
defined  in  figure  1.  The  missile  axis  system  is  identical  with  the  body 
axis  system  at  zero  roll  angle. 

Moment  reference  point  (MRP)  for  the  0.003-scale  model  is  taken  to 
be  at  the  dry  weight  center  of  gravity  of  the  ET.  For  the  full-scale  ET, 

the  center  of  gravity  is  located  at  Xy  = 1395.4  inches.  Thus,  the  MRP  for 
the  0.003-scale  ET  model  is  3.259  inches  from  the  model  nose,  on  the 
centerline  (figure  2a). 
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Table  I. 


TEST: 


MSFC  TWT  596 


DATE  : 


Aug  1 974-. 


TEST  CONDITIONS 


MACH 

NUMBER 

REYNOLDS 
NUMBER 
{per  foot) 

DYNAMIC 

PRESSUR  E 
(pounds/sq.lnch) 

S T AGNATION 

TEMPERATURE 
{degrees  Fahrenheit  1 

STAGNATION 
PRESSURE 
( pounds/sq.inch) 

1.96 

HSnSHM 

10.2 

104 

28.0 

SB 

iSfSIGiMi 

_ 6.9 

143 

60.  J) 

4.96 

4.95  x 106 

....  3.1 

.143 

90.0 

BALANCE  UTILIZED:  None  - Pressure  Test;  50  PSIA  Transducers 


CAPACITY: 


ACCURACY: 

y 


COEFFICIENT 

TOLERANCE: 


NF 

SF 

AF 

PM 

RM 

YM 


COMMENTS:  Transducer  capacity  of  50  psia,  accuracy  of  +.25  psi,  and 

coefficient  tolerance  of  +.025  @ q « 10  psi. 


MSFC- Form  26  3-1  (ftev.  ApriU973) 
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[TEST  : MSFC  ru)T  59 fe 


TABLE  II. ^ 

DATA  SET/RUN  NUMBER  COLLATION  SUMMARY 


DATEfTuiy  rr/V 


DATA  SET 
IDENTI  FIER 


/ A OO/ 
QOZ 
003 
Q 04 
005 
00(6 
007, 
Q0& 
009 
O } o 


configuration 
( TAIL  MOUNTED 

g.  r, 

PROTUaERANCfS’ 


| SCHD. 

a 

A 

o_ 

.dt: 

G 

A- 

& 

IZ 

f fa 

it 

' 

MACH  NUMBERS  ( OR  ALTERNATE  INDEPENDENT  VARIABLE  ) 

1. 

SL  I IA-6  >39  


39  (33  /34 

90  I3Z 
^5  \af\  |4-Z 
feA-  1 44  14-3 
g>3  145 

82  I4S  (47 


SI 

1 149  ■ 

150 

m 

Ik? 

79 

ib7 

yfo8 

K 

lt>fe 

/<o5 

77 

/fc3 

in 

/ 4,2 

>6/ 

75 

75? 

/ko 

74 

/5  8 

HH 

T3 

/55 

/54> 

COEFFICENTS 


01  OR  0 

schedules  


MSFC  - Form  26  3-3  <Rev.  May  19  73) 


TEST  RUN  NUMBERS 


test  run  NUMBERS 


TABLE  II.  (Continued) 


{TEST  r /ASFC  TU>T  591 


TABLE  II.  (Continued) 

DATA  SET/RUN'  NUMBER  COLLATION  SUMMARY 


[DATE  ! J y | * 2 Y 


13 

19 

* 25 

31 

37  ■ 

43 

49 

55 

61 

67 

7S  7ej 

O OR  (3  

SCHEDULES  _____ 


MSFC-  Form  163-1  (Rev.  May  1973) 


COEFFICENTS 


IDVAR(I)  IDVAR  (2)  NDV 


TEST  RUN  NUMBERS 


TEST  RUN  NUMBERS 


TEST  RUN  NUMBERS 


TABLE  II.  (Continued) 


MSFC-  Form  26  3-2  (Rev.  May  1913) 


TEST  RUN  NUMBERS 


sfc  ru3T  £*) 


DATA  SET 
IDENTIFIER 


CONFIGURATION 


Rl  AO1? 


A/00 


H 


TABLE  II.  (Concluded) 


DATA  SEt/RUN  NUMBER  COLLATION  SUMMARY 


DATE  : TU.Lv  | c-  TV 


SCHD.  ]P  AR  AM  ETERS/VALUESJ  NO’  j MACH  NUMBERS  ( OR  ALTERNATE  INDEPENDENT  VARIABLE  ) 

RUNS!  I ,<Jt  | 3.4& 


231  I 23 


91 


. _ 13  _ 

. 19  . 

' 25  . 

31 

37 

A3  . 

49 

55 

61 

67 

75  76 

a or  0 

SCHEDULES 


COEFFICENTS 


MSFC  - Form  16  S-l  (Rev.  Mey  19  7 3) 


. IDVAR  (II  IDVAR  (2)  NDV 


. TEST  RUN  NUMBERS 


TABLE  II r.  MODEL  DIMENSIONAL  DATA 


MODEL  COMPONENT:  EXTERNAL  TANK  - T^ 

GENERAL  DESCRIPTION:  EXTERNAL  OXYGEN  - HYDROGEN  TANK  1JTTH  OfiTVF  Nrisp  flwn 

SEMI-ELIPTICAL  TAIL.  BEGINNING  AT  MODEL  TANK  STATION  0 927  AND  FNnTMfi  AT  ^TATTfiN 
6.522 


MODEL  SCALE:  0.003 


REFERENCE  DRAWING:  VL78 -000041 B , 

THEORETICAL 

DIMENSIONS:  FULL-SCALE  MODEL  SCALE 


Length 

1865  in. 

. 5.595  in. 

Max.  Width 

324  in. 

0.972  in. 

Fineness- "Ratio 

5.756  in.  • 

5.756  in. 

Max.  Cross-Sectional 

572.555  ft2 

0.742  in.2 

Base 

572.555  ft2 

0.742  in.2 

WL  OF  TANK  CENTERLINE. 

400  in. 

1.200  in. 
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TABLE  III.  (Continued) 


MODEL  COMPONENT: 


ATTACH  STRUCTURE  - ATt 


GENERAL  DESCRIPTION:  FORWARD  ORBITER/ET  ATTACH  STRUCTURE 


(•2  MEMBERS) 


TABLE  III.  (Continued; 


MODEL  COMPONENT:  ATTACH  STRUCTURE  - AT 

GENERAL  DESCRIPTION:  LEFT  REAR  ORBITER/ET  ATTACH  STRUCTURE  (2  MEMBERS) 


MODEL  SCALE:  0.003 


REFERENCE  DRAWING:  VL78-000050 


ALL  DIMENSIONS  IN  INCHES  MODEL  SCALE 


L AT  E R Av  L 
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TABLE  III.  (Continued)' 


MODEL  COMPONENT:  ATTACH'  STRUCTURE  - AT7 


GENERAL  DESCRIPTION:  RIGHT  REAR  ORBITER/ET  ATTACH  STRUCTURE  (3  MFMBFRS) 


MODEL  SCALE:  0.003 


REFERENCE  DRAWING:  VL78-000050 


ALL  DIMENSIONS  IN  INCHES  MODEL  SCALE 


OlAMElERS  0.03-Co 


32 


0.E.&3 


TABLE  III.  (Continued) 

MODEL  COMPONENT:  ATTACH  STRUCTURE  - ,ATg  ' 

i 

GENERAL  DESCRIPTION:  FORWARD  SRB/ET  ATTACH  STRUCTURE' (ET  PORTION.  TESTED  ONLY) 


MODEL  SCALE:  ‘ 0.003 


REFERENCE  DRAWING:  VL77-000051A 


’ ALL  DIMENSIONS “IN  INCHES  “MODEL  SCALE 
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TABLE- III.  (tontinued.) 

MODEL  COMPONENT:  ATTACH.  STRUCTURE  - AT-g  . . . 

GENERAL  DESCRIPTION':  AFT  SRB/ET  ATTACH  'STRUCTURE  i3  MEMBERS)  (feT  PORTION  TFSTFn 

ONLY) „ , . _ 


MODEL  SCALE:  , Q.QQ3  • 


REFERENCE  DRAWING:  VL72-O00T06 


TA.HK  STATION  TAHk=-  STAsTlOM 
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TABLE  III.  (Continued) 


MODEL. COMPONENT : LOX  VENT  LINE  FAIRING  - PT, 

GENERAL  DESCRIPTION:  VENT  LINE  ALONG  UPPER  RIGHT  SIDE  OF  FT  OGTVF  NfKP 

BEGINNING  AT  MODEL  STATIONS,)^. 0,92Z^YT  = Of  AND  Zy  = .1.2;.  ..TERMINATING  AT. 
XT  « 2.841,  Yt  * 0.162.  ZT  = 1.658 


MODEL  SCALE:  Q.QQ3 


REFERENCE  DRAWING:  VL78-000031A 

THEORETICAL 


DIMENSIONS: 

FULL-SCALE 

MODEL  SCALE 

Length 

638  in. 

1 .914  in. 

Max.  Width 

17.7  in. 

0.053  in. 

Max.  Depth 

9.3  in. 

0.028  in. 

'-j*  " 1 ~ 

Radial  Position 

19  1/2° 

19  1/2° 
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TABLE  III.' (Continued) 


MODEL  COMPONENT:  LOX  FEED  LINE  - PT„ 

_ £ ; 

GENERAL  DESCRIPTION:  LONGITUDINAL  FUEL  LINE  ALONG  UPPER  RTGHT  STHF  OF  FT 

>-  ■ - * 

BEGINNING  AT  MODEL  STATIONS  XT  « 2.841.  -Y-j.  = 0.194.  AND  7T  = 1.645:  tfrmtnattme 
AT  Xy  = 6.116,  -Yt  = 0.194,  AND  Zy  = 1.645 


MODEL  SCALE:  0.003 


REFERENCE  DRAWING:  VL78-QQQQ31A ? . 

THEORETICAL 


DIMENSIONS: 

FULL-SCALE 

MODEL  SCALE 

Length 

1092  in. 

3.275  in. 

Max.  Width 

30.7  in. 

0.092  in. 

Max.  Height 

28  in. 

0.084  in. 

Radial  Position 

■23  1/2° 

23  1/2° 
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TABLE  III.  (Continued) 


£ — 

GENERAL  DESCRIPTION:  LONGITUDINAL  FUEL  l.TNE  ALONG  IIPPFR  f 

FFT  RTOF  OF  FT 

BEGINNING  AT  MODEL  STATIONS  = 2.841.  Y^  = 0 ?7R,  AND  7 

= i «m 

TERMINATING  AT  STATIONS  X~  = 6.116.  Y_  = 0 97R.  AND  7 = 1 

fim 

■ I T 1 

MODEL  SCALE:  0.003 

REFERENCE  DRAWING:  VL78-000031A 

THEORETICAL 


DIMENSIONS: 

FULL-SCALE 

MODEL  SCALE 

Length 

1092  in. 

3.275  in. 

Max.  Width 

25.7  in. 

0.077  in. 

Max.  Depth 

14.7  in. 

0.044  in. 

Radial  Position 

1 

CO 

CO 

o 

0 

CO 

CO 

1 
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TABLE  III.  (Continued) 


MODEL  COMPONENT:  IPX  FEED  LINE  - FL-,  - 

GENERAL  DESCRIPTION:  18-INCH  DIAMETER  VERTICAL  FUEL  LINE  AT  AFT  END  OF  ET  ON 

I 

RIGHT ~ . I 


MODEL  SCALE:  0.003 

REFERENCE  DRAWING:  VL78-0Q0050 


ALL  DIMENSIONS  IN "INCHES  MODEL' SCALE 


LATERAL 
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• TABLE  HI.  (Continued) 


MODEL  SCALE:  0.003  t ■ 

REFERENCE  DRAWING:  ~ VL78-000050 

ALL'  DIMENSIONS  IN  INCHES  MODE L SCALE 
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.TABLE  III.  (Concluded) 

MODEL  COMPONENT:  ATTACH  STRUCTURE  FRfi  

GENERAL  DESCRIPTION:  AFT  ET/ORBITER  CROSS  MEMBER  (CROSS  SECTION- 11  IN.  x 15  IN.) 

LOCATED  AT  ET.-STATTON  P050.fi « 


MODEL  SCALE:  0-003  . ' 

REFERENCE  DRAWING:  FIGURE  3,  MARTIN  MARIETTA  MEMO  SA-A-74-9 

' ALL  DIMENSIONS  IN  "INCHES  MODEL  SCALE  . 
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TABLE  IV.  TABULATED  DATA  PRINT-OUT  FORMAT  AND -CORRELATION  BETWEEN  TUBE  NUMBER,  ORIFICE  NUMBER,.) 

AND  ORIFICE  LOCATION  ON  MODEL  (CONCLUDED)  ;! 

SIDE-MOUNTED  ET  (T2  CONFIGURATION)  inoperable  orifice 


/V  3 
Ztf  C. 


125  W 

is?k  X 


225  i_ 


a957/ 


0.305*  aooiT  Oftos  1.2.0&  J.Qoo  2.?<oo  3.<f-io  if,  Ho  tf.Slo  4-?g5"  5.2>3S 


0,og5'\ojo&  0.1 6,7.  O.-Z-Ko  0,2>7~Z-  \ 0.5(8,  O.(cto  o.75g 


3 l 
42 
54 
65 

77 

ss 
/oo 
/// 
/23 
/ 34 
/46 
IS  7 

/6  9 


32 

33 

43 

44 

55 

5fc 

(a  (o 

67 

78 

T9 

89 

90 

/o/ 

IOZ 

// 2 

II  3 

/2.4 

IZ5 

/3  5 

/ 3G 

/47 

/48 

/58 

/59 

(70 

171 

5 


6 8 


$0 


9 


/O  3 


//4 


IZO 


/ 37 


/49 


/60 


/ 7z 


35 

3fa 

4k 

47 

5 8' 

5 9 

G9 

70 

8/ 

8 2 

92 

93 

/ 04 

105 

115 

ft  (, 

1 27 

/28 

/3S 

/ 39 

1 50 

; / 5 / 

/6/ 

; /62 

173 

174- 

IO 


/ 0 


El 


25 


37 


48 


&>o 


7/ 


83 


/Ok 


//  7 


/2-9 


|4-0 


152 


/63 


175 


/79 


190 


84 


95 


/or 


//  8 


I 30 


14/ 


/53 


/ 6 4 


/76 


/Z. 


12 


23 


27 


3? 


50 


62 


73 


8 5 


96 


/ 08 


// 9 


J3I 


M-Z 


i 54 


/6  5 


f 77 


/SI 


1 92 


^RELATION  BETWEEN  TUBE  NUMBER,  ORIFICE  NUMBER, 
JED) 


Table  VI. 

0.003-SCALE  324-INCH  ET  REFERENCE  DIMENSIONS 


DIMENSION  , 

FULL  SCALE 

MODEL  SCALE 

Reference  Area, 

ref 

(cross-sectional  area  of  ET) 

572.555  FT2 

0.742  IN.2 

Reference  Length,  a .j. 

(ET  diameter) 

324  IN. 

0.972  IN. 

Reference  Span,  b .p 

/ 

(ET  diameter) 

324  IN. 

0.972  IN. 

Moment  Reference  Point,  MRP 
(dry  weight  c.g.) 

* 

XMRP  (from  nose) 

YMRP  ■ 

ZMRP  (model  centerline) 

1086.4  IN. 
0 

400  ' IN. 

.3.259  IN.- 
•0 

,1.2  IN. 

Base  Area, 

(cross-sectional  area  of  ET)  . 

■ 

572.555  FT2 

0.742  IN.2 

45 


0.972  DIA. 


ALL  DIMENSIONS  IN  INCHES  MODEL  SCALE 


•zT  = o.o; 


GENERAL  ARRANGEMENT  OF  MSFC  MODEL  NO.  460,  CONFIGURATION  T]  EXTERNAL  TANK  WITH  PROTUBERANCES 

Figure  2.  MODEL  SKETCHES 


ALL  SECTIONS 
LOOKING  AFT 


03 


ZZ  l/2°  TYP 
IZ  PL 


o Denotes  longitudinal  and 
radial  location  of  orifices, 
(192  total,  though  some  may 
be  missing  due  to  sting 
cavities  or  protuberances 


( 4 TYP 
Z PL 


ZZ1^"  TYP 
\Z  PL 


STATV  ON  J 


SUT10NS  Z THRU  8 

b.  EXTERNAL  TANK  MODEL  PRESSURE  ORIFICE  LOCATIONS 
Figure  2.  CONCLUDED 


©■ 

STATIONS  9 THRU  \Z 


4^ 

lO 


EXTERNAL  TANK  MODEL  NO.  460,  CONFIGURATION  T]  TAIL-MOUNTED  WITH  PROTUBERANCES 

Figure  3.  MODEL  PHOTOGRAPHS 


b.  EXTERNAL  TANK  MODEL  NO.  460,  CONFIGURATION  T2  SIDE-MOUNTED  WITHOUT  PROTUBERANCES 

Figure  2.  CONCLUDED 


DATA  FIGURES 

VOLUME  1— Pages  1-720 

VOLUME  2— Pages  721-1200 
VOLUME  3— Pages  1201-2000 
VOLUME  4— Pages  2001-2740 


iftECEDI^G  PAGE  BLANK  NOT 


MSFC  5 


PRESSURE  COEFFICIENT,  CP 


PRESSURE  COEFFICIENT,  CP 


MSEC  596  C TA-2F1  MCR0200  EXTERNAL  TANK.  T1  CP1A001D 


SYMBOL 

X/LB 

ALPHA 

MACH 

PARAMETRIC  VALUES 

O 

.610 

-8.360 

1 .960 

BETA 

.000  OFFSET 

□ 

.735 

MOUNT 

! .000  PHI 

o 

.060 

FIG.  5 CIRCUMFERENTIAL  PRESSURE  DISTRIBUTION  OVER  ET  - TL  WITH  PROTUBERANCES 

PAGE  * 1203 


.PRESSURE  CQEFFI-CIENT.  -CP 


MSFC  596  CTA-2F)  MCR0200  EXTERNAL  TANK,  T1  CP1A001) 


SYMBOL 

X/LB 

ALPHA 

MACH 

PARAMETRIC  VALUES 

O 

.832 

-8.380 

1 .960 

SETA 

.000  OFFSET 

□ 

.923 

MOUNT 

I .000  PHI 

o 

.954 

FIG.  5 C I RCUHFERENTI AL  PRESSURE  DISTRIBUTION  OVER  ET  - T1  WITH  PROTUBERANCES 
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50  175  200  225  250  275  300  325  350  375 

TIAL  POSITION.  THETA 


SIR  I BUT  I ON  OVER  ET  - T1  WITH  PROTUBERANCES 

PAGE  1205 


PRESSURE  COEFFICIENT . CP 


MSFC  59S  CTA-2FD  MCR0200  EXTERNAL  TANK,  T1  CP1A002) 


SYMBOL 

X/LB 

ALPHA 

MACH 

PARAMETRIC  VALUES 

O 

.610 

-4.330 

1 .960 

BETA 

.000  OFFSET 

□ 

.735 

MOUNT 

1.000  PHI 

0 

.860 

FIG.  5 CIRCUMFERENTIAL  PRESSURE  DISTRIBUTION  OVER  ET  - T4  WITH  PROTUBERANCES. 
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PRESSURE  COEFFICIENT,  CP- 


MSEC  59S  CTA-2FD  MCR0200  EXTERNAL  TANK.  T1  CP1A0023 


SYMBOL 

X/LB 

ALPHA 

MACH 

PARAMETRIC  VALUES 

O 

.892 

-4.330 

1 .960 

BETA 

.000  OFFSET 

□ 

.923' 

MOUNT 

1.000  PH! 

o 

.954 

FIG.  5 CIRCUMFERENTIAL  PRESSURE  DISTRIBUTION  OVER  ET  - Ti  WITH  PROTUBERANCES 


PAGE  1208 


ODO 


MSFC  596  CTA-2FD  HCR0200  EXTERNAL  TANK,  T1 


' CP1A003D 


SYMBOL  X/LB  ALPHA  MACH  PARAMETRIC  VALUES 

.055  -.280  1.960  BETA  .000  OFFSET  .000 
.108  MOUNT  1.000  PH!  .000 
.162 


0 25  50  75  100  125  150  175  200  225  250  275  300  325  350  375 

CIRCUMFERENTIAL  POSITION.  THETA 


FIG.  5 CIRCUMFERENTIAL  PRESSURE  DISTRIBUTION  OVER  ET  - Ti  WITH  PROTUBERANCES 
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PRESSURE  COEFFICIENT,  CP 


PRESSURE  COEFFICIENT,  CP 


‘MSFC  596  CTA-2F)  MCR0200  EXTERNAL  TANK,  T1 


CP1A003) 


SYMBOL  X/LB  ALPHA  MACH  PARAMETRIC  VALUES 

O .610  '--'.290  1 ,960  BETA  .000  OFFSET  .000 
□ .735  MOUNT  1.000  PHI  ,000 
O . BSO 


FIG.  5 CIRCUMFERENTIAL  PRESSURE  DISTRIBUTION  OVER  ET  - T1  WITH  PROTUBERANCES 
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PRESSURE  COEFFICIENT,  CP 


MSFC  59S  CTA-2FD  MCR0200  EXTERNAL  TANK,  il  IF1AUUJJ 


SYMBOL 

X/LB 

ALPHA 

MACH 

PARAMETRIC  VALUES 

O 

.892 

-.280 

1 .960 

BETA 

.000  OFFSET 

□ 

.923 

MOUNT 

1.000  PHI 

0 

.954 

FIG.  5 CIRCUMFERENTIAL  PRESSURE  DISTRIBUTION  OVER  ET  - T1  WITH  PROTUBERANCES 

PAGE  1212 


PRESSURE  C0EFF  I'GI’ENT . CP 


MSFC 

596 

CTA-2FD  MCRG200  EXTERNAL  TANK.  T1 

CP1A0Q4) 

SYMBOL 

X/LB 

ALPHA 

MACH 

PARAMETRIC  VALUES 

O 

.216 

3.790 

1 .960 

BETA 

.000  OFFSET 

□ 

.322 

MOUNT 

1 .000  PH! 

0 

.518 
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